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PUBLIC WORKS DEPARTMENT 


BUILDINGS & ROADS BRANCH 

The 22nd / 26th August, 1983 
No. 10 /63/B & R (E )-1-83.- The Governor of Haryana is pleased to declare Shri A. K. Gupta, 
Assistant Bngineer, Electrical, as successful in the Departmental Professional Examination held from 
28th June, 1983 to 29th June, 1983 . 

2. The Governor of Haryana is also pleased to grant oxemption to the following Sub -Divisional 
Engincers in the papers noted against their names as they have obtainod . more than 60 % marks in 
these papers in the Departmental Professional Examination held from 28th June, 1983 to 29th June , 
1983 : 


Sr. No, 


Name 


Subject/ pa por 


Shri Gopal Ram Chaudhary, 
SDB (Elecrical) 


A ( 1) Elactrical 

Bngineors 


Engineering for Electrical 


( 2 ) Viva Voca . 
. ( 1) Accounts and Office Procedure , 


2 


Shri Suraj Bhan , SDE 
( Electrical) 


( 2 ) Viva Voca 
(1 ) Accounts & Office Procedure . 


3 


Shri P. N. Malhotra , SDB 
( Electrical) 


( 2) Simple Mechanical Engineering for 

Electrical Enginoors . 


(3 ) Viva Voca . 


K. K. SHARMA , 
Commissioner and Secretary to Goverament, Haryans , 

P.W.D., B. & R., Branch . 
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